To:  Way,  Stevenfway. steven@epa.gov] 

From:  mail@epaosc.org 

Sent:  Wed  8/12/2015  12:33:23  PM 

Subject:  Region  VIII  www.epaosc.org/GoldKingAssessment  website 

A EPA  OSC  website  has  been  created! 

Region  VIII 

Gold  King  Assessment 
Silverton,  CO 

To  visit  this  site  click  on  the  link  below. 
http://www.epaosc.org/GoldKingAssessment 

For  EPA  OSC  website  support  contact: 

ERTSupport@epa.gov 
(800)  999-6990 
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